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UNITED STATES COURT OF APPEALS 


FOR THE FOURTH CIRCUIT 
1100 East Main Street, Suite 501, Richmond, Virginia 23219 


November 8, 2019 


No. 19-4758, US v. Brian Hill 
1:13-cr-00435-TDS-1 


TO: — Brian David Hill 
RESPONSE DUE: 11/15/2019 
Response is required to the motion for stay on or before 11/15/2019 by noon. 


Jeffrey S. Neal, Deputy Clerk 
804-916-2729 


